FD-303 (R.v. 3-3-59) " 



FEDERAL PUREAU OF INVESTIGATYbN 


n n „ November 23, 1963 


T . CHARLES PRANCIS GREGORY, Parkland 

Hospital,- stated he and Doctor TOM SHIRES and other staff 
physicians performed surgery on Governor JOHN C PEN ALLY 
on November 22, 1963 . He stated surgery performed by 
him was done -on the Governor’s right arm, and that he 
removed from the arm a small fragment of metal. He 
seated the metal fragment was placed into a transparent 

5 ° r P r ff az>va tion, and that during the operation, 

5® £ e 5? 1;L ® d no Pieces bits of metal £eing removed 

from the Governor’s body. 

. Doctor- GREGORY was asked- whether or not he removed 

^ ? t ^ r ^S? C 3 0r ^ remove a sma11 fra sraent of metal 
ieft thigh of Governor CONNALLY, and he •■stated '■ 
a ^ thou Sh JC-rays indicated the possibility of a 
small fragment of metal imbedded in the left ' thigh that 
no surgery was performed to remove same. ” 

bptt eR f a ?? Y ^ tated Surgery Supervisor AUDREY 

BELL took custody of the fragment of metal removed from the • 
Governor s arm, and that the ultimate disposition of 

!? a v COAsidered to be of possible evidentiary 
It ' bQ e ^lal ne d by Mias BELL.’ He stated ^ 

hid' he 
had been advised Miss BELL obtained a receiot from •sta-Fo 

toooper NOLAN ana tranaf.ri-ed “hj SSi fr^Sn? 

^ acco ?’ da ^ ca with instructions from the Governor’s 
office at Parkland Hospital. “ 



on H/2 3 /It 3it Dallas. 

ty Special Agent .T. DOVT- R WTT.T.TflWS //.oV, 


Fll. # DP 89-43 


• Data dictated . 11/23/63 
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